Sanitized Copy Approved for Release 2010/12/07 : CIA-RDP57-0001 1A001 0001 00093-3 


^'312 

CJopy ^ h 


17 1956 


25X1 


yireetor (sf 

Alterations in Room ^38 


1, Jloe to & reconsiQieratd.tm tim Heijurity Officer fpm 021, 
the renulrciaent for sooct^roofing tii© pljTJood wan ic Rooas B has 
nc« been caijcellec!. 

2. It is rermesteu & plywood mp panel be installed over 
the entire length of the Icmg wall in H and frora floor to 
ceiling* 

3* It is also requested that two banks of clip board holders 
be ine.de up and Installed behind tlie teletype rsachines in Pna-a P. 
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